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Central Intdligeixe Agency 




V\iishin^on O C J0505 


18 July 1985 


STAT 


Intelligence Devices Corporation 
125 Passaic Avenue 
Fairfield, New Jersey 07006 

Attention: Mr. Richard Di Sabatino 
Director 

Dear Mr. Di Sabatino: 



-/ 


Your letter to tue Director has been forwarded to this 
Office. We have distributed your descriptive information to 
the appropriate offices in the hopes that they may be able to 
utilize your services. You will be contacted directly by an 
Agency component if a requirement exists. 

It would be appreciated if you would complete and return 
the enclosed Solicitation Mailing List Application and 
Certificate Pertaining to Foreign Interests and return them to 
the address below: 


Procurement Management Staff 
Office of Logistics 
Central Intelligence Agency 
V/ashington, D.C. 20505 


Thank you for offering your services to the Central 
Intelligence Agency. 


Sincerely. 


Acting Chief 


Procurement Management Staff 
Office of Logistics 


Enclosures 


Distribution: 


Orig^ Adse 

DDA Registry 


1 - EXEC Registry 
1 - OL Reader 
1 - PMS Official 
1 - PMS Chrono 


OL- 5072- 85 
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Executive Registry 


86- 2708 


DD/A 1 , ' 


July 2, 1985 

Central Intelligence Agency 
William J. Casey, Director 
Washington, D.C. 20505 

Dear Mr. Casey: 


Please consider this our request to be placed 
on your Vendors' List for ELECTRONIC SURVEIL- 
LANCE EQUIPMENT. 


Enclosed is our company's brochure which gives 
a partial listing of products available. 


Our regular CATALOG is available to you upon 
written request on your departmental letter- 
head. 

May we be of searvice to you? 



RDS/sr 

end. 



INTELLIGENCE DEVICES CORPORATION • 12S PASSAIC AVENUE • FAIRFIELD. NEW JERSEY 07006 

TELEX; 706389 • (201) 882-9023 
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ROUTING AND TRANSMITTAL SUP 15 July 1985 



9b 

lection 


FHa 


Not# and Ratum 


i^noroval 


For Ctearsnca 


Par Convarsation 


As Raquaatad 


par Corraction 


Prapaia Raply 


Clrculata 


For Your Information 


Saa Ma 


Dommant 


Invastigata 


Sianatura 


Coordination 


Justifv 




REMARKS 


cc; Director of Security 


FOR DIRECT RESPONSE, IF APPROPRIATE, 
WITH A DROP COPY TO EXO/DDA. 


STAT 

STAT 


00 NOT UM this tern m a RECORD of approvals, eoneurrancas, disposals, 
clMrancM. •ihI similar actions 


fHOM: (Na m^- o”- awnboL Agancv/Post) 


|041-t02 


EQ/DDA 7D18 HQS ^^ 


{ 


Room No. — Bldg. 


Plwna No. 


* GPO: 1983 0 - 381-529 (232) 


OPTIONAL FORM 41 (Rav. 7-76) 
rrMcrtbsd bv OSA 
rPMR Ml Cfk) 101-11406 
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86- 2708 


DD/A KeTiistry 




July 2, 1985 

Central Intelligence Agency 
William J. Casey, Director 
Washington, D.C. 20505 

Dear Mr . Casey : 


Please consider this our request to be placed 
on your Vendors' List for ELECTRONIC SURVEIL- 
LANCE EQUIPMENT. 


Enclosed is our company's brochure which gives 
a partial listing of products available. 


Our regular CATALOG is available to you upon 
written request on your departmental letter- 
head. 


May we be of service to you? 



RDS/sr 

end. 
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